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Philip  Strobel  and  Sons  Inc. 

— , ...     .    .  nl mini  I.,  I, ,  (f^1 


THE    attractiveness    of   a   PUBLIC    DlNING 
ROOM   for   its  guests  defends  to   a   large 
extent    u£on    tne  TABLES   AND   CHAIRS. 

These  intimate  parts  of  the  dining  service  affect  materially  tne  comfort  of  patrons.     Harmony 

— .      »  .  ..  with  decorative   features,   appropriateness   for   the  purpose,  and  tkat  quality  of 

The  Public  .     -i        i  r    ,  K ■  ,     •  t_  •  J         ■  ,         \ 

p-   •    .  Room   material  and  manufacture  which   insures  long  service   and   resistance   to   wear, 

characterize  tne  tables  and  chairs  of  Philip  Strobel  ©  Sons,  Inc.     They  are  made 

to  meet   the   requirements  of   this  particular  field,   and  are  unusually  durable  and  attractive. 

Cafe  furniture  requires  a  special  manufacturing  knowledge,      otrobel  C?  Sons  have  specialized 

_     .  .      in   fuLng  the   needs  of  restaurateurs  and  cafe   owners.       The   furniture    designs 

show  a  comprehensive  knowledge  of  cafe  needs  and  the  ability  to  combine  usefulness 

and  efficiency  with  taste  in  decoration. 

Serving  tables  of  every  description,  chairs  for  a  multitude  of  uses,  costumers,  garment  racks- 

.  mirrors,   card  tables  and  smoking  stands  are  some  of  the  specialties  in  the  otrobel 

r__:__.-i    exhibit.      All  represent  a  combina- 
Equipment  .  ..         *         .  .  . 

tion  oi  excellent  materials  careluily 
put  together  to  nil  a  special  need. 
Furniture  for  the  Home  Dining  Room  should 

—.     u  reflect  taste   and   refinement. 

The  Home  ,,  .... 

Dining  Room      Many    complete    dining    suites 
for    private    residences   are  ex- 
hibited at  the  otrobel  showroom, 
otrobel  Furniture  is  made  from  selected,  eare- 

fully  matched  woods,  kiln  dried. 
p.  .  ,  u  '  Finish  is  handsome  and  durable. 
Packing  I*  IS  carefully  applied  by  experts. 

Furnished  in  Standard  stock 
colors,  namely;  Golden  Oak,  Light  Mahog- 
any, Dark  Mahogany,  Weathered  Oak  or 
Early  English  and  Fumed  Oak.  Special 
shades  and  colors  made  to  match  sample  blocks 
submitted.  Goods  are  packed  for  shipment  in 
the  most  careful  manner  and  leave  warerooms 
in  perfect  condition.  Any  breakage  or  damage 
thereto  must  be  claimed  from  your  end  of  the 
transportation  company.  Assistance  will  be 
cheerfully  given  in  all  cases  to  collect  such 
damages. 
In  selecting  patterns  it  is  necessary  to  mention 

In  Ordering    t^6."1  "«mber    size,  wood  and 

finish    to    expedite     filling    oi 

orders.      Sizes  listed  are  those  commonly  used. 

opecial  sizes  will  be  made  to  order   if  desired. 

SHOWROOMS: 
53-55  ELIZABETH  STREET.  NEW  YORK 

FACTORY: 
82  ELIZABETH  STREET.   NEW  YORK 


No.  501 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Maple  legs, 
stained  frame. 

36"  x  24."  square.  +2"  x  24"  square. 

36"  x  30"  square.  +2"  x  30"  square. 

30"  x  30"  square.  48"  x  24"  square. 

36"x36"  square.  48"x30"  square. 

72"  x  30"  square. 

36"  diameter. 

42"  diameter. 

48"  diameter. 


No.  503 


Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Maple  legs, 
stained  frame. 

36"  x  24"  square.  42"  x  24"  square. 

36"x30"  square.  42"  x  30"  square. 

30"  x  30"  square.  48"  x  24"  square. 

36"  x  36"  square.  48"  x  30"  square. 

72"  x  30"  square. 

36"  diameter. 

42"  diameter. 

48"  diameter. 


No.  513 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Birch  frame. 

36"  diameter. 

42"  diameter. 

48"  diameter. 

30"  x  30"  square. 

36"  x  30"   square. 

42"  x  30"  square. 

48"  x  30"  square. 


No. 

514 

Whitewood, 

Plain 

Oak. 

Quartered  Oak, 

M 

ihog- 

any   fin 

sh   , 

md  Solid   . 

Mahogany 

tops, 

Oak  or 

Birch  f 

'ami 

36" 

diameter. 

42" 

diameter. 

48" 

diameter. 

30" 

x30' 

square. 

36" 

x30' 

square. 

36" 

x36' 

square. 

42' 

x30' 

square. 

48" 

x30' 

square. 

No.  515 


Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Birch  frame. 

36"  diameter. 
42"  diameter. 
48"  diameter. 
30"  x  30"  square. 
36"  x  30"   square. 
36"  x  36"  square. 
42"  x  30"  square. 
48"  x  30"  square. 
72"  x  30"  square. 


No.  516 

Whitewood,  Plain 

Oak,  Quartered  Oak,  Mahog- 

any   finish   and  Solid   Mahogany   tops,   Oak   or 

Birch  frame. 

36' 

diameter. 

42' 

diameter. 

48' 

diameter. 

30" 

x  30"   square. 

36" 

x  30"  square. 

36" 

x  36"  square. 

42" 

x  30"  square. 

48' 

x  30"  square. 

No.  517 

Whitewood,  Plain  Oak.  Quartered  Oak, 
any  finish  and  Solid  Mahogany  tups, 
Birch  frame. 

36"  diameter. 

42"  diameter. 

48"  diameter. 

30"x30"  square. 

36"  x  30"  square. 

36"  x  36"  square. 

42"  x30"  square. 
Is"  x  30"  square. 


Mahog- 
Oak  or 


No.    518 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Birch  frame. 

36"  diameter. 

42"  diameter. 

48"  diameter. 

30".\30"  square. 

36"  \30"   square. 

36"  \  86"  square. 

42"  \  80"  square. 

48"  x .'!""  square. 


No.  520 


Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Birch  frame. 

36"  diameter. 
42"  diameter. 
48"  diameter. 
30j  x  30"  square. 
36"  x  30"  square. 
36"  x  36"  square. 
42"  x  30"  square. 
48"  x  30"  square. 


No.  521 


Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Birch  frame. 

86"  diameter. 
42"  diameter. 
48"  diameter. 
30"  x  30"  square. 
36"  x  30"  square. 
36"  x  36"  square. 
42"  x  30"  square. 
48"  x  80"  square. 


No.  522 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Birch  frame. 

18"  x  18"  square. 

24"  x  24"  square. 

30"  x  30"  square. 


No.    523 


Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Birch  frame, 

3(i"  diameter. 

42"  diameter. 

48"  diameter. 

30"  x  80"  square. 

36"  x  80"  square. 

8(i"  x  3(i"   square. 

42"  x  80"  square. 

48"  x  30"  square. 


No.  526 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Birch  frame. 

36"  diameter. 

42"  diameter. 

48"  diameter. 

30"  x  30"  square. 


3(i"  x  30" 

square. 

3(i"  x  36" 

square. 

42" x  30" 

square. 

48" x  30" 

square. 

No.  527 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Birch  frame. 


36" 
42" 
48" 

30"  x  30 
36"  x  30 
36"  x  36 
42"  x  30 
48"  x  80 


diameter, 
diameter, 
diameter. 

square. 

square. 

square. 

square. 

square. 


No.  528 


Whitewood, 

Plain 

Oak, 

Quartered  Oak, 

Mahog- 

any   finish   and  Solid   Mahogany  tops, 

Oak  or 

Birch  frame 

36" 

diameter. 

42" 

diameter. 

48" 

diameter. 

30" 

x30' 

square. 

36" 

x30' 

square. 

36" 

x36' 

square. 

42" 

x30' 

square. 

48" 

x30' 

square. 

No.  529 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Birch  frame. 


36 
42 
48 
30 

36"  x  30 
36"  x  86 
42"  x  80 
48"  x  80 


diameter, 
diameter, 
diameter. 
x  30"  square. 

square. 

square. 

square. 

square. 


No.  530 


Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops.  Oak  or 
Birch  frame. 

36"  diameter. 

42"  diameter. 

48"  diameter. 

30"  x  30"  square. 

36"  x  30"  square. 

36"  x  36"  square. 

42"  x  30"  square. 

48"  x  30"  square. 


No.    531 

Plain  or  Quartered  Oak  only. 
48"  x  30"  square. 
•54"  x  30"  square. 
66"  x  30"  square. 
72"  x  30"  square. 


No.  532 

W'hitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Birch  frame. 

36"  diameter. 

42"  diameter. 

48"  diameter. 

30"  x  30"  square. 

36"  x  30"  square. 

36"  x  36"  square. 

42"  x  30"  square. 

48"  x  30"  square. 


No.   533 

W'hitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Birch  frame. 

36"  diameter. 

42"  diameter. 

48"  diameter. 

30"  x  80"  square. 

36"  x  80"  square. 

36"  x  36"  square. 

42"  x30"  square. 

48"  x  30"  square. 


No.  534 


Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Birch  frame. 

36"  diameter. 

42"  diameter. 

48"  diameter. 

30"x30"  square. 

36"  x  30"  square. 

36"  x  36"  square. 

42"  x  30"  square. 

48"  x  30"  square. 


No.   535 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Birch  frame. 


86 

42 

is 


diameter. 

diameter. 

diameter. 
30"  x  30"  square. 
36"  x  30"  square. 
36"  x  36"  square. 
42"  x  30"  square. 
48"  x  30"  square. 


11 


No.  536 

Whitewood,  Plain  Oak,  Quartered  Oak, 
any  finish  and  Solid  Mahogany  tops, 
Birch  frame. 

36"  diameter. 

42"  diameter. 

48"  diameter. 

30"x30"  square. 

36"  x  30"  square. 

36"  x  36"  square. 

42"  x  30"  square. 

48"  x  30"  square. 


Mahog- 
Oak  or 


No.  537 


Whitewood,  Plain 

Oak,  Quartered  Oak,  Mahog- 

any    finish   and   Solid   Mahogany   tops,   Oak  or 

Birch  frame. 

86" 

diameter. 

42" 

diameter. 

48" 

diameter. 

30" 

x  30"   square. 

36" 

x  30"   square. 

36" 

x  36"  square. 

42" 

x  30"  square. 

48" 

x  30"  square. 

12 


No.  538 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Birch  frame. 

36"  diameter. 
42"  diameter. 
48"  diameter. 
30"x30"  square. 
3(i"  x  30"  square. 
36"  x  36"  square. 
42"  x  30"  square. 
48"  x  30"  square. 


No.  539 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Birch  frame. 

36"  diameter. 
42"   diameter. 
48"  diameter. 
30"x30"  square. 
36"  x  30"  square. 
36"  x  36"  square. 
42"  x  30"  square. 
48"  x  30"   square. 


No.  542 

Whitewood,  Plain  Oak,  Quartered  Oak, 

Mahog- 

any  finish  and  Solid  Mahogany  tops, 

Oak  or 

Birch  frame. 

36"  diameter. 

42"  diameter. 

48"  diameter. 

30"x30"   square. 

36"  x30"  square. 

36"  x  36"  square. 

42"  x  30"  square. 

48"  x  30"  square. 

No.  543 


Whitewood, 

Plain 

Oak,  Quartered  Oak, 

Mahog- 

any 

finish   i 

ind  S 

did  Mahogany 

tops, 

Oak   or 

Bin 

li  frame 

36" 
42" 
48" 
30" 
36" 
36" 
42" 
48" 

diameter, 
diameter, 
diameter, 
x  30"  square. 
X  30"   square. 
x  36"  square, 
x  30"  square, 
x  30"  square. 

No.  544 

Whitewood,  Plain  Oak  and  Quartered  Oak  tops, 
Oak  frame. 


36 
42 
48 
30 

86"  x  30 
36"  x  36 
42"  x  30 
48"  x  30 


diameter. 

diameter, 
diameter, 
x  30"  square. 

square. 

square. 

square. 

square. 


No.  554 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Birch  frame. 

36"  diameter. 
42"  diameter. 
48"  diameter. 
30"x30"  square. 


36" 

x30" 

square. 

36" 

x36" 

square. 

42 

x30" 

square. 

48" 

x30" 

square. 

No.  555 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Birch  frame. 


diameter. 

diameter. 

diameter. 

x  30"  square. 
36"  x  30"  square. 
36"  x  36"  square. 

x  30"  square. 


36 

4? 
4b 
30 


12 


48"  x  30"  square. 


No.    556 


Whitewood,  Plain  Oak,  Quartered  Oak.  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Birch  frame. 

36"   diameter. 

42"  diameter. 

48"  diameter. 

80"  n  .'in"  square. 

;jii    \  ."Jo"  square. 

36"  x  86"  square. 

42"  \  80"  square. 

4s "  \  80"  square. 


No.  557 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Birch  frame. 

36"  diameter. 

42"  diameter. 

48"  diameter. 

30"  x  30"  square. 

36"  x  30"  square. 

36"  x  36"  square. 

42"  x  30"   square. 

48"  x  30"  square. 


No.  559 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Birch  frame. 

36"  diameter. 
42"  diameter. 
48"  diameter. 
30"  x  30"  square. 
36"  x  30"  square. 
36"  x  36"  square. 
42"  x  30"  square. 
48"  x  30"  square. 


;any   tops,   Oak   or 


No.  561 

Whitewood(  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish   and  Solid   Maho, 
Birch  frame. 

3C" 

42" 

43" 

30" 

36 


diameter, 
diameter, 
diameter, 
x  30"  square. 

square. 

square. 

square. 

square. 


x30 
30" x  36" 
42"  x  30" 
48" x  30" 


No.  562 

Whi 

tewood, 

Plain 

Oak,  Quartere 

d  Oak, 

Mi 

ih 

any 

finish 

and  Solid   Mahogany 

tops, 

Of 

ik 

Birch  frami 

36" 

diameter. 

•12" 

diameter. 

48" 

diameter. 

30" 

x  30"  square. 

36" 

x  30"  square. 

36" 

x  36"  square. 

42" 

x  80"  square. 

48" 

x  30"  square. 

No.  558 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Birch  frame. 

36"  diameter. 

42"  diameter. 

48"  diameter. 

30"  x  30"  square. 

36"  x  30"  square. 

36"  x  36"  square. 

42"  x  30"  square. 

48"  x  30"  square. 


No.  558% 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Birch  frame. 

36"  diameter. 
42"  diameter. 
48"  diameter. 


No.  527% 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops.  Oak  or 
Birch  frame. 

36"  diameter. 

42"  diameter. 

48"  diameter. 


No.  528% 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Birch  frame. 

36"  diameter. 

42"  diameter. 

48"  diameter. 


No.  532^4 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Birch  frame. 

36"  diameter. 

42"  diameter. 

48"  diameter. 


No.  538^ 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Birch  frame. 

36"  diameter. 

42"  diameter. 

48"  diameter. 


No.  504 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Birch  frame. 

36"  x  24"  square. 

42"  x  26"  square. 

48"  x  26"  square. 

72"  x  28"  square. 


No.  50414 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Birch  frame. 

36"  x  24"  square. 

42"  x  26"  square. 

48"  x  26"  square. 

72"  x  28"  square. 


No.  519 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Birch  frame. 

48"  x30"  square. 

5-1"  x  30"  square. 

66"  x  30"  square. 

72"x30"  square. 


Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Birch  frame. 


48" 

'  x  30" 

square. 

5-!." 

'  x  30" 

square. 

66" 

x  30" 

square. 

72" 

'  x  30" 

square. 

No.  524 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Birch  frame. 

48"  x  30"  square. 

51"  x  30"  square. 

66"  x  30"  square. 

72"  x30"  square. 


No.  524^ 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops.  Oak  or 
Birch  frame. 

48"  x  30"  square. 

54"  x  30"  square. 

66"  x  30"  square. 

72"  x  30"  square. 


No.  525 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Birch  frame. 

48"  x  30"  square. 

54"  x  30"  square. 

66"  x30"  square. 

72"  x  30"  square. 


>72 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Birch  frame. 

48"  x  30"  square. 

54"  x  30"  square. 

66"  x  30"  square. 

72"  x30"  square. 


No.  540 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Birch  frame. 

49"  x  30"  square. 
54"  x  30"  square. 
66"  x  30"  square. 
72"  x  30"  square. 


No.  540i  / 


Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Birch  frame. 


IS' 

x30" 

square 

54' 

x  30" 

square 

66' 

x80' 

square 

72' 

x  30" 

square 

No.  541 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Birch  frame. 

48"  x  30"  square. 

54"  x  30"  square. 

66"  x30"  square. 

72"x30"  square. 


No.  541  y2 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Birch  frame. 

48"  x  30"  square. 

54"  x  30"  square. 

66"  x  30"  square. 

72"  x  30"  square. 


No.  550 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Mahogany  finish  frame. 

48"  x  27"  square. 

54"  x  27"  square. 

66"  x  27"  square. 

72"  x  27"  square. 


No.  550*4 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops.  Oak  or 
Mahogany  finish  frame. 


is"  x27" 
54"  x  27" 
66"  x  27" 
72"x27" 


square. 
square. 
square. 
square. 


No.  551 


Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Mahogany  finish  frame. 

■18"  x  27"  square. 

5i"  x  27"  square. 

66"  x  27"  square. 

72"  x  27"  square. 


551% 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Mahogany  finish  frame. 

48"  x  27"  square. 

5-1"  x  27"  square. 

66"  x  27"  square. 

72"  x  27"  square.  • 


No.  552 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Birch  frame. 

48"  x  30"  square. 

54"  x  30"  square. 

66"  x  30"  square. 

72"  x  30"  square. 


No.  552 


Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Onk  or 
Birch   frame. 


48" 

x30" 

square. 

54" 

x  30" 

square. 

66" 

x30" 

square. 

72" 

x  30" 

square. 
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No.  553 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Birch  frame. 

48"  x30"  square. 
54"  x  30"  square. 
66"  x30"  square. 
72"  x30"  square. 


Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Birch  frame. 

48"  x  30"  square. 
54"  x  30"  square. 
66"  x  30"  square. 
72"  x  30"  square. 


(Iron  Base,  Design  Patent  No.  46357,  Sept.  8,  19H) 

No.  548 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  also  made 
with  Italian  Marble  or  Carrara  Glass  tops,  Oak 
or  Birch  rim,  with  Double  Iron  Stand  pedestals. 

48"  x  30"  square. 

54"  x  30"  square. 

66"  x30"  square. 

72"  x  30"  square. 

Prices  of  tables  with  Marble  or  Carrara  Glass 

tops  on  application  only. 


(Iron  Base,  Design  Patent  No.  46S78,  Sept.  s,  mtl 

No.  549 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  also  made 
with  Italian  Marble  or  Carrara  Glass  tops,  Oak 
or  Birch  rim,  with  Double  Iron  Stand  pedestals. 

48"  x  30"  square. 

54"  x30"  square. 

66"  x30"  square. 

72"  x  30"  square. 

Prices  of  tables  with  Marble  or  Carrara  Glass 

tops  on  application  only. 


(Iron  Base,  Design  Patent  No.  46377,  Sept.  8,  19H) 

No.  560 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  also  made 
with  Italian  Marble  or  Carrara  Glass  tops,  Oak 
or  Birch  rim,  with  Double  Iron  Stand  Pedestals. 

48^  x  30"  square. 

54.''  x  30"  square. 

66"  x  30"  square. 

72"  x  30"  square. 

Prices  of  tables  with  Marble  or  Carrara  Glass 

tops  on  application  only. 


No.   565 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  also  made 
with  Italian  Marble  or  Carrara  Glass  tops,  with 
Double  Iron  Stand  Pedestals. 

48"  x30"  square. 

54"  x  30"  square. 

66"  x30 "  square. 

72"  x  30"  square. 

Prices  of  tables  with  Marble  or  Carrara  Glass 

tops  on  application  only. 
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No.  505 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Iron  base. 
24"  diameter. 


30 
36 

42' 

48' 
30' 


diameter, 
diameter, 
diameter, 
diameter. 
x  20"  square. 


No.  506 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Iron  base 

30"  diameter. 

36"  diameter. 

42"  diameter. 

48"  diameter. 


(Iron  Base,  Design  Patent  No.  41390,  April  1,  14)11 

No.  507 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops.  Iron  base. 

2-1"  diameter. 

30"  diameter. 

36"  diameter. 

42"  diameter. 

48"  diameter. 


(Iron  Base,  Design  Patent  applied  for) 

No.  508 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Iron  base. 

24"  diameter. 

30"  diameter. 

36"  diameter. 

42"  diameter. 

48"  diameter. 


(Iron  Base.  Design  Patent  No.  41500,  June  20.  1911 

No.  509 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Iron  base. 

24"  diameter. 

30"  diameter. 

36'  diameter. 

42"  diameter. 

48"  diameter. 


(Iron  Base.  Design  Patent  applied  for) 

No.  510 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Iron  base. 

24"  diameter. 

30"  diameter. 

36"  diameter. 

42"  diameter. 

48"  diameter. 


Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Iron  base. 

24."  diameter. 

30"  diameter. 

36"  diameter. 

42"  diameter. 

48"  diameter. 

30"  x  20"  square. 


No.    512 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Iron  base. 

30"  diameter. 

36"  diameter. 

42"  diameter. 

48"  diameter. 
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No.  546 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Iron  base. 

30"  diameter. 

3(i"  diameter. 

42"  diameter. 

48"  diameter. 


No.  547 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Iron  base. 

42"  diameter. 

48"  diameter. 

54"  diameter. 

GO"  diameter. 


Plain    Oak,    Quartered    Oak,    Mahogany    finish 
and  Solid  Mahogany  tops,  Iron  base,  39"  high. 

80"  diameter. 

3(i"  diameter. 


545^ 

Plain  Oak,  Quartered  Oak,  Mahogany  finish 
and  Solid  Mahogany  tops,  Brass  Caster  Stand 
with  Wood  disc  to  match  tops,  Iron  base,  39" 
high. 

30"  diameter. 

36"  diameter. 


No.  601 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  also  made 
with  Italian  Marble  or  Carrara  Glass  tops,  with 
or  without  Metal  Band  around  edge  of  Glass 
top;  Oak  or  Birch  base. 

24"  diameter. 

30"  diameter. 

36"  diameter. 

42"  diameter. 
Prices  of  Tables  with  Marble  or  Carrara  Glass 
tops  on  application  only. 


No.  601^ 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  also  made 
with  Italian  Marble  or  Carrara  Glass  tops,  with 
or  without  Metal  Band  around  edge  of  Glass 
top;   Oak  or  Birch  base, 

30"  x  24"  square. 

36"  x  24"   square. 

42"  x  24"  square. 

Prices  of  Tables  with  Marble  >>r  Carrara  Glass 

tops  on  application  only. 


No.  602 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  also  made 
with  Italian  Marble  or  Carrara  Glass  tops,  with 
or  without  Metal  Band  around  edge  of  Glass 
top;  Oak  or  Birch  base. 

24"  diameter. 

30"  diameter. 

36"  diameter. 

42"  diameter. 
Prices  of  Tables  with  Marble  or  Carrara  Glass 
tops  on  application  only. 


No.  6021-1 


Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  also  made 
with  Italian  Marble  or  Carrara  Glass  tops,  with 
or  without  Metal  Band  around  edge  of  Glass 
top;   Oak  or  Birch  base. 

30"  x  24"  square. 

36"  x  24"  square. 

42"  x  24"  square. 

Prices  of  Tables  with  Marble  or  Carrara  Glass 

tops  on  application  only. 


No.  603 


Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  also  made 
with  Italian  Marble  or  Carrara  Glass  tops,  with 
or  without  Metal  Band  around  edge  of  Glass 
top;  Oak  or  Birch  base. 

24"  x  24."  square. 

30"  x  30"  square. 

36"  x  36"  square. 

Prices  of  Tables  with  Marble  or  Carrara  Glass 

tops  on  application  only. 


No.  6031 


Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  also  made 
with  Italian  Marble  or  Carrara  Glass  tops,  with 
or  without  Metal  Band  around  edge  of  Glass 
top;  Oak  or  Birch  base. 

30"  x  24"  square. 

36"  x  24"  square. 

42"  x  24"  square. 

Prices  of  Tallies  with  Marble  or  Carrara  Glass 

tops  on  application  only. 


No.  604 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  also  made 
with  Italian  Marble  or  Carrara  Glass  tops,  with 
or  without  Metal  Band  around  edge  of  Glass 
top;  Oak  or  Birch  base. 

24."  diameter. 

30"  diameter. 

36"  diameter. 

42"  diameter. 
Prices  of  Tables  with  Marble  or  Carrara  Glass 
tops  on  application  only. 


No.  604^ 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  also  made 
with  Italian  Marble  or  Carrara  Glass  tops,  with 
or  without  Metal  Band  around  edge  of  Glass 
top;  Oak  or  Birch  base. 

30"  x  24."  square. 

36"  x  24."  square. 

42"  x  24."  square. 

Prices  of  Tables  with  Marble  or  Carrara  Glass 

tops  on  application  only. 


No.  606 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  also  made 
with  Italian  Marble  or  Carrara  Glass  tops,  with 
or  without  Metal  Band  around  edge  of  Glass 
top;  Oak  or  Birch  base. 

24"  diameter. 

30"  diameter. 

36"  diameter. 

42"  diameter. 
Prices  of  Tables  with  Marble  or  Carrara  Glass 
tops  on  application  only. 


No.  6061 


Whitewood,  Plain  Oak,  Quartered  Oak.  Mahog- 
any finish  and  Solid  Mahogany  tops,  also  made 
witli  Italian  Marble  en- Carrara  Glass  tops,  with 
or  without  Metal  Band  around  edge  of  Glass 
top;  Oak  or  Birch  base. 

30"x24"  square. 

3(i"  x  24"  square. 

42"  x  24"  square. 

1'rices  of  Tallies  with  Marble  or  Carrara  Glass 

tops  on  application  only. 


No.  612 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  also  made 
with  Italian  Marble  or  Carrara  Glass  tops,  with 
or  without  Metal  Band  around  edge  of  Glass 
top;  Oak  or  Birch  base. 

24"  diameter. 

30"  diameter. 

36"  diameter. 

42"  diameter. 
Prices  of  Tables  with  Marble  or  Carrara  Glass 
tops  on  application  only. 


No.   612% 


Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  also  made 
with  Italian  Marble  or  Carrara  Glass  tops,  with 
or  without  Metal  Band  around  edge  of  Glass 
top;  Oak  or  Birch  base. 

30"  x  24."  square. 

3(>"  x  24"  square. 

42"  x  24"  square. 

Prices  of  Tables  with  Marble  or  Carrara  Glass 

tops  on  application  only. 


No.  613 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  also  made 
with  Italian  Marble  or  Carrara  Glass  tops,  with 
or  without  Metal  Band  around  edge  of  Glass 
top;  Oak  or  Birch  base. 

24"  diameter. 

30"  diameter. 

36"  diameter. 

42"  diameter. 


Prices  of  Tables  with  Marble  or  Carran 
tops  on  application  only. 


Glass 


No.  613^ 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  also  made 
with  Italian  Marble  or  Carrara  Glass  tops,  with 
or  without  Metal  Hand  around  edge  of  Glass 
top;  Oak  or  Birch  base. 

30"  x  24"  square. 

3(i"  x  24"  square. 

42"  x  24"   square. 
Prices  of  Tallies  with  Marble  or  Carrara  Glass 
tops  on  application  only. 


No.  614 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  also  made 
with  Italian  Marble  or  Carrara  Glass  tops,  with 
or  without  Metal  Band  around  edge  of  Glass 
top;  Oak  or  Birch  base. 

24/'  diameter. 

30"  diameter. 

36"  diameter. 

42"  diameter. 
Prices  of  Tables  with  Marble  or  Carrara  Glass 
tops  on  application  only. 


No.    614^ 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  also  made 
with  Italian  Marble  or  Carrara  Glass  tops,  with 
or  without  Metal  Band  around  edge  of  Glass 
top;  Oak  or  Birch  base. 

30"  x  24."  square. 

36"  x  24"  square. 

42"  x  24"  square. 

Prices  of  Tables  with  Marble  or  Carrara  Glass 

tops  on  application  only. 


No.  615 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  also  made 
with  Italian  Marhle  or  Carrara  Glass  tops,  with 
or  without  Metal  Band  around  edge  of  Glass 
top;  Oak  or  Birch  base. 

24"  diameter. 

30"  diameter. 

30"  diameter. 

42"  diameter. 
Prices  of  Tables  with  Marble  or  Carrara  Glass 
tops  on  application  only. 


No.  615i/2 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  also  made 
with  Italian  Marble  or  Carrara  Glass  tops,  with 
or  without  Metal  Band  around  edge  of  Glass 
top;   Oak  or  Birch  base. 

30"  x  24"  square. 

36"  x  24"  square. 

42"  x  24"  square. 

Prices  of  Tables  with  Marble  cm-  Carrara  Glass 
tops  on  application  only. 


No.  616 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  anil  Solid  Mahogany  tops,  also  made 
with  Italian  Marble  or  Carrara  Glass  tops,  with 
or  without  Metal  Rand  around  edge  of  Glass 
top;  Oak  or  Birch  base. 

24"  diameter. 

30"  diameter. 

36"  diameter. 

42"  diameter. 
Prices  of  Tables  with  Marble  or  Carrara  Glass 
tops  on  application  only. 


No.  616% 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  also  made 
with  Italian  Marble  or  Carrara  Glass  tops,  with 
or  without  Metal  Band  around  edge  of  Glass 
top;  Oak  or  Birch  base. 

30"  x  24"  square. 

3(i"  x  24"  square. 

42"  x  24"  square. 

Prices  of  Tables  with  Marble  or  Carrara  Glass 

tops  on  application  only. 


No.  617 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  also  made 
with  Italian  Marble  or  Carrara  Glass  tops,  with 
or  without  Metal  Band  around  edge  of  Glass 
top;   Oak  or  Birch  base. 

24"  diameter. 

30"  diameter. 

36"  diameter. 

42"  diameter. 
Prices  of  Tables  with  Marble  or  Carrara  Glass 
tops  on  application  only. 


617J4 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  also  made 
with  Italian  Marble  or  Carrara  Glass  tops,  with 
or  without  Metal  Band  around  edge  of  Glass 
top;  Oak  or  Birch  base. 

30"  x  24"  square. 

3(i"  x  24"   square. 

12"  s  24"  square. 
Prices  of  Tables  with  Marble  or  Carrara  Glass 

tops  on  application  only. 


No.  620 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  also  made 
with  Italian  Marble  or  Carrara  Glass  tops,  with 
or  without  Metal  Band  around  edge  of  Glass 
top;  Oak  or  Birch  base. 

24"  diameter. 

30"  diameter. 

36"  diameter. 
Prices  of  Tables  with  Marble  or  Carrara  Glass 
tops  on  application  only. 


No.  620% 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  also  made 
with  Italian  Marble  or  Carrara  Glass  tops,  with 
or  without  Metal  Band  around  edge  of  Glass 
top;  Oak  or  Birch  base. 

30"  x  24"   square. 

3G"x24"  square. 

42"  x  24"  square. 

Prices  of  Tables  with  Marble  or  Carrara  Glass 

tops  on  application  only. 


No.  607 


Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Birch  base. 

24."  diameter. 

30"  diameter. 

36"  diameter. 

4-2"  diameter. 


No.    608 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Birch  base. 

24"  x  24"  square. 

30"  x30"  square. 


Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Birch  base. 

24"  diameter. 

30"  diameter. 

36"  diameter. 

24"  x  24"  square. 

30"  x  30"  square. 


No.   611 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Bentwood 
base. 

30"  diameter. 

36"  diameter. 

42"  diameter. 


No.  618 

Wliitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Birch  base. 

24"  diameter. 

30"  diameter. 

36"  diameter. 

42"  diameter. 


No.    619 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Bentwood 
base. 

30"  diameter. 

3(i"  diameter. 

42"  diameter. 


No.  610 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Birch  base,  with  Iron  feet. 

21"  diameter. 

30"  diameter. 

36"  diameter. 

42"  diameter. 


No.  605 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Birch  base,  with  Iron  feet. 

30"  diameter. 

36"  diameter. 


No.  624 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Birch  base,  with  Iron  feet. 

21"  diameter. 

30"  diameter. 

36"  diameter. 


No.  625 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Birch  base,  with  Iron  feet. 

24"  diameter. 

30"  diameter. 

36"  diameter. 


No.  621 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Birch  base. 

24"  diameter. 

30"  diameter. 

36"  diameter. 


No.  622 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Birch  base. 

2+"  diameter. 

30"  diameter. 

36"  diameter. 


No.  626 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Birch  base. 

24"  diameter. 

30"  diameter. 

36"  diameter. 


No.  623 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Birch  base. 

24"  diameter. 

30"  diameter. 

36"  diameter. 


No.  627 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Birch  base. 

30"  diameter. 

36"  diameter. 

42"  diameter. 

48"  diameter. 


Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Birch  base. 

30"  diameter. 

36"  diameter. 

42"  diameter. 

48"  diameter. 


No.  629 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Birch  base. 

30"  diameter. 

36"  diameter. 

42"  diameter. 

48"  diameter. 


No.  630 

Whitewood,  Plain  Oak,  Quartered  Oak,  Mahog- 
any finish  and  Solid  Mahogany  tops,  Oak  or 
Birch  base. 

30"  diameter. 

36"  diameter. 

42"  diameter. 

48"  diameter. 


No.  840 

Quartered    Oak,    Mahogany    finish    and    Solid 
Mahogany  tops,  Oak  or  Birch  frame. 

Single  Desk,    36"  x  24". 

Double  Desk,  36"  x  48". 


No.   841 

Quartered    Oak,    Mahogany    finish    and    Solid 
Mahogany   tops,   Oak  or   Birch  frame. 

Single  Desk,    36"  x  24". 

Double  Desk,  36"  x  48". 


Quartered  Oak  or  Mahogany  finish. 
Open,     36"  x  32". 
Closed,  36"  x  10". 


No.    703 

Quartered  Oak  or  Mahogany  finish. 

Open,     45"  x  36". 

Closed,  36"  x  11". 


No.   706 

Quartered   Oak  or  Mahogany   finish. 

Open,     36"  x  28". 

Closed,  28"  x    6". 


No.   707 

Quartered  Oak  or  Mahogany  finish. 

Open,     36"  x  32". 

Closed,  36"  x  10". 


Imitation  Oak  or  Mahogany  finish  top,  Oak  or 
Mahogany  finish  with  Cloth  top,  and  Solid  Oak 
top.     Height,  28%". 

30"x23"  square. 

30"  diameter. 
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Imitation  Oak  or  Mahogany  finish  top,  Oak  or 
Mahogany  finish  with  Cloth  top,  and  Solid  Oak 
top.     Height,  30".     Heavier  construction. 

30"  x  23"  square. 

30"  diameter. 


No.  710 

Whitewood   top.    Maple   leg   Patented   Folding 
Table,  in  the  Wood. 


72" 

x  24" 

square 

96" 

x24" 

square. 

72" 

'  x  30" 

square. 

96" 

x  30" 

square. 

72" 

'  x  36" 

square. 

96" 

x  36" 

square. 

72" 

'  x  42" 

square. 

96" 

x42" 

square. 

No.  712 

Whitewood   top,   Maple   leg   Patented    Folding 
Table,  in  the   Wood. 

72"  x  24"  square  96"  x  24"  square. 

72"x30"  square.  96"x80"  square. 

72"x3(i"  square.  96"  x  36"  square. 

72"x42"  square.  96" x  42"  square. 


No.  711 

Folding    Frame    Banquet    Tables    with    Loose 
Cleated  Whitewood  tops. 

36"  x  36"  square.  36"  diameter. 

42"  x  42"  square.  42"  diameter. 

48"  x  48"  square.  48"  diameter. 

Larger  Sizes  to  Order. 


No.  713 

Whitewood  top,  Birch  Pedestal  Base  Banquet 
Table  with  Interchangeable  screw  and  nut. 
48"  diameter.  60"  diameter. 

54"  diameter.  72"  diameter. 
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No.  776 

Iron  top  and  base  Table. 
24"  diameter. 
30"  diameter. 


(Iron  Base,  Design  Patent  applied  for) 

No.  788 
Iron  top  and  base  Table. 
24"  diameter. 
30"  diameter. 


(Iron  Base.  Design  Patent  No.  41500.  June  20,  1911) 

No.  789 

Iron  top  and  base  Table. 
24"  diameter. 
30"  diameter. 


(Iron  Base.  Design  Patent  applied  for) 

No.  790 

Iron  top   and  base  Table. 
24"  diameter. 
30"  diameter. 


777 


Iron  Serving  Table,  Iron  top  and  frame. 
27"  x  18"  square. 


Iron  Roof  Garden   Table. 
24"  diameter. 
30"  diameter. 
36"  diameter. 


No.  778 

Iron   Roof  Garden  Table. 
30"  diameter. 


No.  779 

Iron   Roof  Garden   Table. 
30"  x  24"  square. 


Oak  or  Mahogany  finish. 


Tray  Box,  Plain. 

Size,  32"  x  18". 

Oak  or  Mahogany  finish. 


No.  754- 
No.  755- 


-Tray  Stand,  Web  Straps. 
-Tray  Stand,  Leather  Straps. 


Oak  or  Mahogany   finish. 


No.  752- 
No.  753- 


-Tray  Box,  Iron   bound. 
-Tray  Box,  Brass  bound. 


Oak  or  Mahogany  finish. 

No.  756— Tray  Stand,  Web  Straps. 
No.  757— Tray  Stand,  Leather  Straps. 


Serving  Table  for  Hotels. 

Oak  or  Mahogany   finish. 

21"  x  21"  square. 


Serving  Table  for  Hotels. 

Oak  or  Mahogany   finish. 

27"  x  18"  square. 


No.  801 

Serving  Table  for  Hotels. 

Oak  or  Mahogany   finish. 

21"  x  21"  square. 


No.  804 

Serving  Table  for  Hotels. 

Oak  or  Mahogany  finish. 

27"  x  18"  square. 


No.  800 

Serving  Table  for  Hotels. 

Quartered  Oak  or  Mahogany  finish. 

36"  x  18"  square. 


No.    805 

Serving  Table  for  Hotels. 

Quartered  Oak  or  Mahogany  finish. 

30"  x  20"  square. 


Serving  Table  for  Hotels. 

Quartered   Oak  or  Mahogany   finish. 

24"  x  24"  square. 


No.  808 

Serving  Table  for  Hotels. 

Quartered  Oak  or  Mahogany   finish. 

22"  x  20"  square. 


No.  807 


Serving  Table  for  Hotels. 

Quartered  Oak  or  Mahogany  finish. 

48"  x  32"  square. 


No.   809 

Serving  Table  for  Hotels. 

Quartered  Oak  or  Mahogany   finish. 

48"  x  18"  square. 


Room  Service  Table  for  Hotels. 

Oak  or  Mahogany  finish. 

36"  x  18"  square. 


No.  811 

Room  Service  Table  for  Hotels. 

Oak  or   Mahogany   finish. 

36"  x  18"  square. 


Room  Service  Table  for  Hotels. 

Oak  or  Mahogany   finish. 

36"  x  18"  square. 


No.   813 


Room  Service  Table  for  Hotels. 

Oak  or  Mahogany  finish. 

36 '  x  18"  square. 


No.  814 

Room  Service  Table  for  Hotels. 

Oak  or   Mahogany   finish. 

20"  x  18"  square. 


No.  815 

Room  Service  Table  for  Hotels. 

Oak  or  Mahogany   finish. 

36"  x  18"  square. 


No.  820 

Carving  Table  for  Hotels. 

Oak  or   Mahogany   finish. 

24"  x  22"  square. 


No.  821 

Carving  Table  for  Hotels. 

Oak  or   Mahogany   finish. 

24"  x  22"  square. 


No.  300 

Plain  Oak  top. 
28"  x  18"  square. 


No.   301 

Plain  Oak  top. 
28"  x  18"  square. 


No.   302 

Oak  or  Mahogany  finish. 
29"  x  19"  square. 


No.   303 

Oak  or  Mahogany  finish. 
29"  x  19"  square. 


No.  304 

Smoking  Stand. 

Oak  or  Mahogany  finish. 

16"  x  16"  square. 


No.  306 

Smoking  Stand. 

Oak  or  Mahogany  finish. 

16"  x  16"  square. 


No.  305 

Smoking  Stand. 

Oak  or  Mahogany  finish. 

16"  diameter. 


No.  307 

Smoking  Stand. 

Oak  or  Mahogany  finish 

16"  diameter. 


No.  308 

Smoking  Stand. 

Oak  or  Mahogany  finish. 

16"  diameter. 


No.    311 

Smoking  Stand. 

Oak  or  Mahogany  finish. 

16"  diameter. 


No.    310 

Smoking  Stand. 

Oak  or  Mahogany  finish 

20"  diameter. 

Weighted   Base. 


No.  309 

Smoking  Stand. 

Oak  or  Mahogany  finish. 

24"   diameter. 

Weighted   Base. 


JO 
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No.  78—2  Hooks. 

No.  79—3  Hooks. 

No.  80—4  Hooks. 

No.  81—5  Hooks. 

Oak  or  Light  and  Dark  Mahogany  finish. 
Imported. 


No.  71 

Oak  or  Light  and  Dark  Mahogany  finish. 
Imported. 
3  Hooks. 


No.  54—3  Hooks. 
No.  55—4  Hooks. 
No.  56 — 5  Hooks. 

Oak  or  Light  and  Dark  Mahogany  finish. 
Imported. 


No.  74 
Oak  or  Mahogany 


fin 


Size  of  Glass,  24"  x  14 


0«, 


No.  72— Size   of  Glass,  12    x  12  . 
No.  73  -Size  of  Glass,  14"  x  14" 

Oak  or  Mahogany   finish. 


No.  76 
Oak  or  Mahogany  finish. 


No.    77 
Oak   or   Mahogany   finish. 


Oak  or  Light  and  Dark  Mahogany  finish. 
Imported. 


<U    VJ 


No.  89 

Oak  or  Light  and  Dark 

Mahogany  finish. 

Imported. 


No.  90 

Oak  or  Light  and  Dark 

Mahogany  finish. 

Imported. 


No.  91 

Oak  or  Light  and  Dark 

Mahogany  finish. 

Imported. 


No.  92 

Oak  or  Mahogany  finish. 


No.  93 
Oak  or  Mahogany   finish. 


Oak  or   Mahogany    finish. 

Umbrella  Hack. 

Copper  Drip  Pans. 


Cut  shows  Rack  made  to  stand  against  Wall; 
also  made  with  Hooks  on  all  sides  to  stand  in 
centre  of  room  if  desired. 

Length,  6'  6". 
Width,  2'. 
Height,  5'  6". 


No.  86 

Made  with  Hooks  on  all  sides  and  with  Um- 
brella Rack  accommodating  34  Umbrellas. 

Length,  5'. 

Width,  2'. 

Height,  5'  6". 


No.  87 

Made   with   Hooks   on    both   sides   to   stand   in 
centre  of  room  or  against  wall  if  desired. 

Length,  6'. 

Length,  8'. 

Width,  2'. 

Height,  5'  6". 


No.  88 

Made  with  15  Coat  Hangers  on  Brass  Pole  and 
with  Umbrella  Racks  accommodating  16  Um- 
brellas, also  3  shelves  for  Overshoes. 

Length,  5'. 

Width,  1'  11". 

Height,  5'  6". 


No.  50 

Patent  Garment  Rack. 
Patented  December  9th,  1902. 
Patent   No.  715,563. 
Accommodating  Hats,  Coats,  Umbrellas.  Over- 
shoes and  Canes  for  24  persons,  also  made  to  fit 
any  space  required. 

Cut  shows  Rack  made  5'  long,  8'  6"  high, 
1'  6"  wide. 


No.  82 

Oak  or  Light  and  Dark  Mahogany  finish. 
Imported. 


No.  53 

Oak  or  Light  and  Dark  Mahogany  finish. 
Imported. 


No.   95 

Oak  or  Light  and  Dark  Mahogany  finish. 
Imported. 


No.  83 

Oak  or  Light  and  Dark  Mahogany  finish. 
Imported. 


No.   84 


Oak  or  Light  and  Dark  Mahogany  finish. 
Imported. 


1004 

Natural,   Antique  and  Golden   Oak  finish. 
Double  Cane  seat. 


No.  1004^ 
Natural,  Antique  and  Golden  Oak  finish,  with 
White  Glass  Arm  and  Metal  Band  around  edge 
of  Glass.    Double  Cane  seat. 


Natural,  Antique  and  Golden  Oak  finish. 

Double  Cane  Seat. 

Rack  Underneath  for  Hat. 


No.  10281. 


Natural,  Antique  and  Golden  Oak  finish,  with 
White  Glass  Arm  and  Metal  Hand  around  edge 
of  Glass.  Double  Cane  seat.  Hack  underneath 
for  Hat. 


No.  1000 
Golden  Oak  finish. 


No.    1000% 
Golden  Oak  finish,  Wired. 


No.    1001 
Golden   Oak   finish. 


No.  1001% 

Golden  Oak  finish,  Wired. 


No.   1002 

Golden   Oak   finish. 


No.   1003 
Golden  Oak  finish. 


No.   1015 

Golden   Oak   finish. 


No.    1019 
Golden   Oak   finish. 


No.  1007 
Folding  Chair,  Natural  finish. 


No.   1008 

Folding  Chair,  Natural  finish. 


No.  1022 

Folding  Chair,  Natural  finish. 


No.  1023 

Folding  Chair,   Natural  finish.  Rodded. 


No.   1029 

Steel  Folding  Lawn  Chair,  Japanned  Steel 
frame.   Golden  Oak  seat. 
Bundle  of  three  packed   for  shipment.     Xote 
perfectly  flat  position  when  folded. 


No.    1014 
Steel  Folding  Lawn  Chair,  Japanned  Steel 

frame. 
Slats  finished  Forest  Green,  Spar  Varnish. 


No.    1012 

Folding  Chair,   Painted   Iron   frame. 
Wood  Slat  seats. 


Folding  (hair.   Painted   Iron   frame. 
Wood  Slat  seats. 


■ 


Open  Cane  seat  and  back,  Steel  frame, 
Green  Enamel. 


No.  1025 

Open  Cane  seat  and  back,  Steel  frame, 
Green  Enamel. 


1027 


Open  Cane  seat  and   back,  Steel   frame, 
Green  Enamel. 


No.   1026 
Steel  Folding  Lawn  Chair. 

Wood  Slat  seats. 
Green   Enamel  finish  frame. 


Saddle  Seat. 
Golden,  Early  English  or  Fumed  Oak. 


No.   1205 

Saddle  Seal. 
Golden,  Early  English  or  Fumed  Oak. 


1239 


Saddle  Seat. 
Golden,  Early  English  or  Fumed  Oak. 


1240 


Saddle  Seat. 
Golden,  Early  English  or  Fumed  Oak. 


No.   1211 

Saddle  Seat. 
Golden,  Early  English  or  Fumed  Oak. 


No.    1212 

Saddle  Seat. 
Golden,  Early  English  or  Fumed  Oak. 


No.   1237 
Saddle  Seat. 
Golden,  Early  English  or  Fumed  Oak. 


Saddle  Seat. 
Golden,  Early  English  or  Fumed  Oak. 


1230 


Saddle  Seat. 
Golden,  Early  English  or  Fumed  Oak. 


No.    1231 

Saddle  Seat. 
Golden,  Early  English  or  Fumed  Oak. 


No. 

Saddle  Seat. 
Golden,  Early  English  or  Fumed 


Oak. 


No.   1233 

Saddle  Seat. 
Golden,  Early  English  or  Fumed  Oal 


No.   1234 

Saddle  Seat. 
Golden,  Early  English  or  Fumed  Oak. 


No.   1235 

Saddle  Seat. 

Golden,  Early  English  or  Fumed  Oak. 


No.    1243 
Saddle  Seat. 
Golden,  Early  English  or  Fumed  Oak. 


No.  1244 

Saddle  Seat. 
Golden,  Early  English  or  Fumed  Oak 


No.  1207 

Saddle  Seat. 
Golden,  Early  English  or  Fumed  Oak. 


No.    1208 

Saddle  Seat. 
Golden,  Early  English  or  Fumed  Oak. 


No.   1245 

Saddle  Seat. 
Golden,  Early  English  or  Fumed  Oak. 


Golden. 


No.   1246 

Saddle  Seat. 
Early  English  or  Fumed  Oak. 


No.  1218 

Quartered   Oak.     Saddle  seat. 
Golden,  Early  English  or  Fumed  Oak. 


No.    1219 

Quartered  Oak.     Saddle  seat. 
Golden,  Early  English  or  Fumed  Oak. 


Quartered   Oak.     Saddle  seat. 
Golden,  Early  English  or  Fumed  Oak. 


No.  1229 

Quartered  Oak.     Saddle  seat. 
Golden,  Early  English  or  Fumed  Oak. 


No.   1267 

Quartered  Oak.     Saddle  seat. 
Golden,  Early  English  or  Fumed  Oak. 


No.   1268 

Quartered  Oak.     Saddle  seat. 

Golden,  Early  English  or  Fumed  Oak. 


No.   1269 

Quartered  (>;<k.     Saddle  seat. 
Golden,  Early  English  or  Fumed  Oak, 


No.   1270 

Quartered  Oak.     Saddle  seat, 

Golden,  Early  English  or  Fumed  Oak. 


No.   1263 

Quartered  Oak.     Saddle  seat. 
Golden,  Early  English  or  Fumed  Oak. 


No.   1264 

Quartered  Oak.     Saddle  seat. 
Golden,  Early  English  or  Fumed  Oak. 


No.  1265 

Quartered  Oak.     Saddle  seat. 
Golden,  Early  English  or  Fumed  Oak. 


No.  1266 

Quartered  Oak.     Saddle  seat. 
Golden,  Early  English  or  Fumed  Oak. 


No.   1241 

Saddle  seat. 
Golden,  Early  English  or  Fumed  Oak. 


Saddle  seat. 
Golden,  Early  English  or  Fumed  Oak. 


Saddle  seat. 
Golden,  Early  English  or  Fumed  Oak. 


Saddle  seat. 
Golden,  Early  English  or  Fumed  Oak. 


Quartered  Oak.     Saddle  seat. 
Golden,  Early  English  or  Fumed  Oak. 


No.    1217 


Quartered  Oak.     Saddle  seat. 
Golden,  Early  English  or  Fumed  Oak. 


No.   1225 


Quartered  Oak.     Saddle  seat. 
Golden,  Early  English  or  Fumed  Oak. 


Quartered   Oak.     Saddle  seat. 
Golden,  Early  English  or  Fumed  Oak 


No.  1251 

Saddle  seat. 
Golden,  Early  English  or  Fumed  Oak 


No.  1252 

Saddle  seat. 
Golden,  Early  English  or  Fumed  Oak. 


No.    1253 

Saddle  seat. 
Golden,  Early  English  or 


Fumed    (>;ik 


Saddle  seat. 
Golden,  Early  English  or  Fumed  Oak 


No.   1271 

Wood  Seat. 
Imported. 


No.   1272 


Wood  Seat. 
Imported. 


No.  1204 


Saddle  seat. 
Golden,  Early  English  or  Fumed  Oak. 


Saddle  seat. 
Golden,  Early  English  or  Fumed  Oak. 


No.   1248 
Woven  Cane  Seat. 

Golden  Oak. 
Height,  25  inches. 


No.  1247 

Saddle  seat. 

Golden  or  Fumed  Oak. 

Height,  26  inches. 


No.   1249 
Saddle  seat. 
Golden  or  Fumed  Oak. 
Height,   25   inches. 


No.   1250 
Saddle  seat. 
Go'den  or  Kume  I  ( )ak. 
Height,  25  inches. 
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No.  1641 

Cane  seat.     Polished. 
Imported. 


No.  1642 

Cane  or  Veneer  seat.    Polished. 
Imported. 


No.  1548 

Cane  or  Veneer  Saddle  seat.    Polished. 
Imported. 


No.  1549 

Cane  or  Veneer  Saddle  seat. 
Imported. 


Polished. 


Leather  Slip  seat. 
Golden  or  Early   English  Oak. 


1256 


Leather  Slip  seat. 
Golden  or  Early  English  Oak. 


No.  1257 

Leather  Slip  seat. 
Golden  or  Early  English 
Solid  Mahogany. 


Oak. 


No.   1258 

Leather  Slip  seat. 
Golden  or  Early   English   Oak. 


No.   1259 

Leather  Slip  seat. 
Golden  or  Early  English  Oak. 


No.    1260 

Leather  Slip  seat. 

Golden  or  Early  English  Oak. 


No.    1261 

Leather  Slip  seat. 

Golden  or  Early  English  Oak. 


No.   1262 

Leather  Slip  seat. 

Golden  or  Early  English  Oak. 

Solid  Mahogany. 


No.  18—19  inches  high. 


No.  19 — 24  inches  high. 
Solid  Wood  Seat  Stools. 


No.  20—30  inches  high. 
No.  21 — 3(>  inches  high. 


No.  22—18  inches  high. 


No.  23—24  inches  high. 

Solid  Wood  Seat  Stools. 
Reinforced   with    Iron    Rods. 


No. 
No. 


24 — 30  inches  high. 
25 — 34  inches  high. 


No.   15 — 18  inches  high. 


No.  16 — 24  inches  high. 

Domestic  and  Imported  Stools. 

Cane  seat. 

Polished. 


No.   17 — 32  inches  high. 


No.  26— IS  inches  high. 


No.  27—21  inches  high. 
Solid  Wood  seat  Stools. 


No.  28—30  inches  high. 


No.   1584 
Golden  Oak  or  Light  Mahogany  finish. 
Cane  Seat.     Domestic. 

No.  1568 

Cane  or  Wood  seat. 
Polished.   Imported. 


Gloss. 


No.   1572 

Cane  or  Wood  seat. 

Gloss  or  Polished. 

Imported. 


No.  1574 

Cane  or  Wood  seat. 
Polished. 
Imported. 


Cane 


No.   1557 

or  Saddle 
Polished. 

Imported. 


seat. 


Cane  or  Wood  seat. 
Polished. 
Imported. 


Cane  or  Wood  seat. 

Gloss  and  Polished. 

Imported. 


Cane  or  Wood  seat. 
Polished. 
Imported. 


No.  1558 

Cane  or  Saddle  seat. 
Polished. 
Imported. 


No.  1577 

Cane  or  Wood  seat. 
Polished. 
Imported. 


No.  1566 

Cane  or  Wood  seat. 

Polished. 

Imported.      Small   Size. 


No.   1576 

Cane  or  Wood  seat. 
Polished. 

Imported.     Small   Size. 


No.   1578 

Cane  or   Wood  seal. 

Polished. 

Imported.     Small  Size. 


Cane  or  Wood  seat. 
Polished. 
Imported. 


No.    1554 

Cane  or  Saddle  Seat. 
Polished. 
Imported. 


Cane  or  Saddle  Seat. 
Polished. 
Imported. 


No.  1593 

Cane  or  Saddle  Seat. 
Polished. 
Imported. 


No.  1533 

Cane  or  Saddle  Seat. 
Polished. 
Imported. 


No.  1559 

Cane  or  Saddle  Seat. 
Polished. 
Imported. 


No.   1594 

Cane  or  Saddle  Seat. 
Polished. 

Imported. 


No.   1595 

Cane  or  Saddle  seat. 
Polished. 
Imported. 
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No.   1514 
Cane  or  Saddle  Seat. 
Polished.     Imported. 


1556 

Cane  or  Saddle  Seat. 
Polished.     Imported. 


No.    1516 

Cane  or  Veneer  Seat. 

Polished.     Imported. 


No.  1596 

Cane  or  Veneer  Seat. 
Polished.     Imported. 


1597 

Cane  or  Saddle  Seat. 
Polished.     Imported. 


No.  1598 

Cane  or  Saddle  Seat. 
Polished.    Imported. 


No.    1599 

Cane,  Veneer  or  Saddle  seat. 
Polished.     Imported. 


1600 

Cane  or  Saddle  Seat. 
Polished.     Imported. 
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No.   1515 

Cane  or  Veneer  seat. 
Polished.     Imported. 


No.  1601 

Cane  or  Saddle  Seat. 
Polished.     Imported. 


1602 

Cane  or  Veneer  seat. 
Polished.     Imported. 


No.  1603 

Cane  or  Veneer  seat. 
Polished.      Imported. 


No.  1534 

Cane  seat. 
Polished.      Imported. 


No.    1604 
Cane  or  Saddle  Seat. 
Polished.      Imported. 


No.  1550 

Cane  seat  and  Cane  back. 
Polished.      Imported. 


No.   1555 

Cane  sent  and  Cane  back. 

Polished.     Imported. 


Cane  seat. 
Polished.      Imported. 


No.   1531 

Cane  seat. 
Polished.      Imported. 


No.    1560 
Cane  or  Veneer  seat. 
Polished.      Imported. 


No.  1605 

Cane  or  Veneer  seat. 
Polished.      Imported. 


No.   1606 

Cane  seat. 

Polished.      Imported. 


No.  1509 

Cane  seat. 
Polished.      Imported. 


No.   1513 

Cane  or  Saddle  Seal. 
Polished.      Imported. 


No.   1607 

Saddle  sent. 

Polished.      Imported. 


No.  1518 

Cane  seat. 
Polished,     imported. 


1562 

Cane  seat  and  Cane  back. 
Polished.     Imported. 


1508 

Cane  seat  and  Cane  back. 
Polished.    Imported. 


1608 

Cane  seat  and  Cane  back. 
Polished.     Imported. 


No.   1609 

Cane  seat  and  Cane  back. 
Polished.     Imported. 


No.  1610 

Cane  seat  and  Cane  back. 
Polished.     Imported. 


No.    1611 

Cane  seat  and  Cane  back. 
Polished.    Imported. 


No.   1541 

Cane  seat   and  Cane  back. 

Polished.    Imported. 


No.   1539 

Cane  seat  and  Cane  back. 
Polished.      Imported. 


No.   1530 

Cane  seat  and  Cane  back. 
Polished.      Imported. 


No.  1612 

Cane  seat  and  Cane  back. 
Polished.       Imported. 


No.    1613 
Cane  seat  and  Cane  back. 
Polished.        Imported. 


No.   1614 

Cane  seat  and  Cane  back. 
Polished. 
Imported. 


No.   1529 

Cane  seat  and  Cane  back. 

Polished. 

Imported. 


No.   1615 

Cane  seat  and  Cane  bach. 
Polished. 
Imported. 


1616 

Cane  scat  and  Cane  back. 
Polished. 
Imported. 


No.  1517 
Cane  seat.    Polished.    Imported. 


No.  1617 
Cane  seat.    Polished.    Imported. 


No.   1618 

Cane  seat  and  Cane  back.   Polished.   Imported. 


No.  1619 

Cane  seat  and  Cane  back.   Polished.   Imported. 


No.  1511 
Cane  seat.    Polished.    Imported. 


No.  1620 
Cane  seat  and  Cane  back.   Polished.  Imported. 


No.    1621 
Cane  seat.    Polished.    Imported. 


No.   1622 
Cane  seal  and  Cane  back.  Polished.  Imported. 


No.  1591 

Cane  seat  and  Cane  back. 
Imported. 


Polished. 


No.  1623 

Cane  seat  and  Cane  back.    Polished. 

Imported. 


No.   1624 

Cane  Seat.    Polished. 
Imported. 


No.  1521 

Cane  seat.     Polished. 
Imported. 


No.  1900 

Cane  or  Veneer  seat.  Polished. 
Imported. 


No.    1901 

Cane  or  Wood  seat. 
Imported. 


Polished. 


No.  1902 

Cane  or  Wood  sent.    Polished. 
Imported. 


No.  1903 

Cane  or  Wood  seat.    Polished. 
Imported. 


No.  1904 

Cane  or  Wood  seat.    Polished. 

Imported. 

Small  size  seat. 


No.  1905 

Cane  or  Wood  seat.    Polished. 

Imported. 

Small  size  seat. 


No.    1906 

Cane  or  Wood  seat.    Polished. 

Imported. 


No.   1907 

Cane  seat.     Polished. 
Imported. 


No.   1908 
Cane  or  Veneer  seat.     Polished.     Imported. 


No.    1909 
Cane  or  Veneer  seat.    Polished. 


Imported. 


No.  1910 

Cane  or  Veneer  seat.     Polished.     Imported. 


No.    1911 
Cane  seat.    Polished.     Imported. 


No.  1912 

Cane  seat.    Polished.    Imported. 


No.  1913 
Cane  seat.    Polished.    Imported. 


No.  1914 

Cane  seat.     Polished.     Imported. 


No.    1915 
Cane  seat  and  Cane  back.  Polished.   Imported. 


No.   1916 

Cane  seat  and  Cane  back.    Polished. 
Imported. 


No.  1917 

Cane  seat  and  Cane  back.    Polished. 
Imported. 


No.  1918 

Cane  seat  and  Cane  back.    Polished. 
Imported. 


No.  1919 

Cane  scat  and  Cane  back.    Polished. 
Imported. 


No.  1625 

Cane  or  Veneer  seat.    Gloss  and  Polished. 
Imported. 


No.  1626 

Cane  or  Veneer  seat.   Gloss  and  Polished. 
Imported. 


No.  1627 

Cane  or  Veneer  seat.     Polished. 

Imported. 


No.   1565 

Cane  or  Veneer  seat.     Polished. 
Imported. 


No.  1628 

Cane,  Veneer  or  Saddle  seat.     Polished. 

Imported. 


No.   1590 

Cane  or  Saddle  Seat.     Polished. 

Imported. 


No.   1629 

Cane,  Veneer  or  Saddle  seat. 
Imported. 


No.   1564 

Cane  or  Saddle  scat.      Polished. 
Imported. 


No.   1630 

Cane  or  Saddle  seat. 
Imported. 


Polished. 


No.   1538 

Veneer  Saddle  seat.     Polished. 
Imported. 


No.    1632 

Cane  seat  and  Cane  back. 
Imported. 


Polished. 


No.   1633 

Cane  seat.     Polished. 
Imported. 


No.   1523 


Cane  or  Veneer  seat. 

Gloss  and  Polished. 

Imported. 


1544 


Cane  or  Saddle  seat. 

Gloss  and  Polished. 

Imported. 


No.    1526 


Cane  seat. 
Polished. 
Imp  irted. 


No.   1634 

Cane  seat. 
Polished. 
Imported. 


No.  1635 

Cane  or  Veneer  seat. 
Polished. 
Imported. 


No.  1543 

Cane  or  Saddle  seat. 
Polished. 
Imported. 


Veneer  or  Saddle  seat. 
Polished. 
Imported. 


No.   1545 

Veneer  Saddle  seat. 
Polished. 
Imported. 


No.   1636 
Cane  or  Veneer  Saddle  seat. 
Imported. 


Polished. 


No.    1639 

Solid  Saddle  seat  with  Bentwood  reinforcement. 
Imported. 


No.  1637 

Cane  seat.     Polished. 
Imported. 


No.   1638 

Cane  or  Veneer  Saddle  seat.     Polished. 

Imported. 


THE  PERFECT  CARD  TABLE 


(Patent  No.  91U70H.  April  27.  1909) 


REMOVABLE  WEDGE  FOR 
CLEANING  PURPOSES 


SLIDING  AND  REMOVABLE 
COMPARTMENTS  TO  CON- 
FORM WITH  NUMBER  OF 
PLAYERS. 


EXTRA  WIDTH 
RIM  INSURING 
COMFORT  TO 
ARMS  WHEN 
PLAYING 


T^HK  perfect  Card  Table  is  adjustable  to  any  number  of  players 
depending  upon  the  diameter  and  can  be  readily  reduced  to  the 
required  number  by  removal  of  the  sliding  boxes  in  the  running  groove. 
Its  use  is  by  no  means  limited  to  card  playing  alone,  but  also  makes 
an  ideal  center  table  for  the  Library,  Living  and  Dining  Room,  Den 
or  Breakfast  Room.  This  table  has  been  extensively  used  in  Private 
Residences,  Apartments  particularly,  Hotels,  Restaurants  and  Club 
Houses ;  has  met  and  is  at  present  meeting  everywhere  with  the 
most  thorough  approval. 

Strong  and  splendidly  made,  as  well  as  handsomely  finished 
throughout.  Furnished  ±  feet  and  4  feet  6  inches  diameter  for  seven 
and  eight  players  respectively.    Larger  or  smaller  sizes  to  special  order. 


See  pages  143-154  inclusive  for  various  designs  of  this  table. 


(Iron  Base,  Design  latent  No.  4H90,  April  4,  1911) 

No.  400 

Card  Table. 

Green  Cloth  tops,  with  Iron  screw  base. 

Oak  or  Mahogany  finish  band. 

48"  and  54"  diameter. 


Combination  Whist  and  Card  Ta 

Green  Cloth  tops. 

Oak  or  Mahogany  finish  base 

Upper   top,    IS"   diameter. 

Whist  top,  30"  x  30"  square. 


ble. 


(Iron  Base,  Design  Patent  No.  UiW,  April  4.  1911) 

No.  404 

Card  Table. 

Green  Cloth  top,  with  Brass  Ash  Receivers. 

Oak  or   Mahogany   finish. 

48"  and  54"  diameter. 


(Iron  Base.  Design  Patent  No.  niiio,  April  4,  1911) 

No.  404^ 

Card  Table. 

Green  Cloth  Top. 

Made  with   Patent   Adjustable  Compartments. 

Oak  or  Mahogany  finish. 

48"  and  54"  diameter. 


No.  402 

Card  Table. 

Green  Cloth  top,  with  Brass  Ash  Receivers. 

Oak  or  Mahogany  finish. 

48"  and  54"  diameter. 


■72 

Card  Table. 

Green  Cloth  Top. 

Made    with    Patent    Adjustable   Compartments. 

Oak  or  Mahogany  finish. 

48"  and  .r)  l"  diameter. 


I- 


Card  Table. 

Green  Cloth  top,  with  Brass  Ash  Receivers. 

Oak  or  Mahogany  finish. 

48"  and  54"  diameter. 


No.  406i/2 

Card  Table. 

Green  Cloth  Top. 

Made   with   Patent   Adjustable  Compartments. 

Oak  or  Mahogany  finish. 

48"  and  54"  diameter. 


> 


No.  407 


Card  Table. 

Green  Cloth  top,  with  Brass  Ash  Receivers. 

Oak  or  Mahogany  finish. 

48"  and  54"  diameter. 


No.  407^ 

Card  Table. 

Green  Cloth  Top. 

.Made  with  Patent  Adjustable  Compartments. 

Oak  or  Mahogany  finish. 

•is"  and  51"  diameter. 


No.  409 


Card  Table. 

Green  Cloth  top,  with  Brass  Ash  Receivers. 

Oak  or  Mahogany  finish. 

48"  and  54"  diameter. 


IN)  '-■ 


'USD. 


No.  4091/ 


Card  Table. 

Green  Cloth  Top. 

Made  with  Patent  Adjustable  Compartments. 

Oak  or  Mahogany  finish. 

48"  and  54"  diameter. 


No.  410 

Card  Table. 

Green  Cloth  top,  with  Brass  Ash  Receivers. 

Oak  or  Mahogany  finish. 

48"  and  54"  diameter. 


Mad. 


No.  410J4 

Card   Table. 

( Sreen  Cloth  Top. 

with   Patent   Adjustable  Compartments. 

Oak  or   Mahogany  finish. 

48"  and  54"  diameter. 
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No.  414 

Card  Table. 

Green  Cloth  top,  with  Brass  Ash  Receivers. 

Oak  or  Mahogany  finish. 

48"  and  54"  diameter. 


41454 


Card  Table. 

Green  Cloth  Top. 

Made  with  Patent  Adjustable  Compartments. 

Oak  or  Mahogany  finish. 

48"  and  54"  diameter. 


No.  415 

Card  Table. 

Green  Cloth  top,  with  Brass  Ash  Receivers. 

Oak  or  Mahogany  finish. 

48"  and  5-1"  diameter. 


Card  Table. 
Green  Cloth  Top. 

Made  with  Patent   Adjustable  Compartments. 

Oak  or  Mahogany  finish. 

48"  and  51"  diameter. 


Card  Table. 

Green  Cloth  top,  with  Brass  Ash  Receivers. 

Oak  or  Mahogany  finish. 

48"  and  54"  diameter. 


Card  Table. 

Green  Cloth  Top. 

Made   with   Patent   Adjustable  Compartments. 

Oak  or  Mahogany  finish. 

48"  and  54"  diameter. 


No.  421 

Card  Table. 

Green  Cloth  top,  with  Brass  Ash  Receivers. 

Oak  or  Mahogany  finish. 

48"  and  54"  diameter. 


No.  42iy2 

Card  Table. 

Green  Cloth  Top. 

Made  with   Patent  Adjustable  Compartments. 

( ).ik  or  Mahogany  finish. 
18"   and   ")L"  diameter. 


No.  424 


Card  Table. 

Green  Cloth  top,  with  Brass  Ash  Receivers. 

Oak  or  Mahogany  finish. 

48"  and  54"  diameter. 


Card  Table. 

Green  Cloth  Top. 

Made   with   Patent   Adjustable  Compartments. 

Oak  or  Mahogany  finish. 

48"  and  54"  diameter. 


~n. 


Card  Table. 

Green  Cloth  top,  with  Brass  Ash  Receivers. 

Oak  or  Mahogany  finish. 

4-8"  and  54"  diameter. 


Card  Table. 

Green  Cloth  Top. 

Made   with    Patent   Adjustable   Compartments. 

Oak  or  Mahogany  finish. 

48"  and  54"  diameter. 


Whist  Table. 

Green  Cloth  top,  with  Brass  Ash  Receivers. 

Oak  or  Mahogany  finish. 

33"  x  33"  square. 


No.  416  Special 

Whist  Table. 

Green  Cloth  top,  Marble  Corners  and 

Glass  Side  Strips. 

Oak  or  Mahogany  finish. 

33"  x  33"  square. 


Card  Table. 

Green  Cloth  top. 

Oak  or  Mahogany  finish. 

36"  x  36"  square. 


Checker  and  Chess  Table. 

Oak  or  Mahogany  finish. 

80"  x  30"  square. 


No.  419 

Whist  Table. 

Green  Cloth  top,  with  Brass  Ash  Receivers. 

Oak  or  Mahogany  finish. 

36"  x  36"  square. 


No.  422 

Card  Table. 

Green  Cloth  top,  Glass  Strips  around 

edge  of  top. 

Oak  or  Mahogany  finish. 

42"  diameter. 


No.  3504 
Quartered  Oak. 

40"  square. 
6'  extension  only. 


No.  3505 

Quartered  Oak. 

44"  square. 

8',  10'  and  12'  extension. 


No.  3509 

Quartered  Oak  and  Solid  Mahogany. 

50"  diameter. 

8',  10'  and  12'  extension. 


No.  3520 

Quartered  Oak. 
48"  diameter. 
10'  and  12'  extension. 


■■■■MimHBM 


No.  228 

Quartered  Oak  and  Solid  Mahogany  top. 

Oak  or  Birch  frame. 

72"x36"  square. 

Made  with  two  drawers. 

Larger  sizes  made  to  special  order 


No.  230 

Quartered  Oak  and  Solid  Mahogany  top. 

Oak  or  Birch  frame. 

72 "  x  36"  square. 

Made  with  two  drawers. 

Larger  sizes  made  to  special  order. 


Quartered  Oak  and  Solid  Mahogany  top. 

Oak  or  Birch  frame. 

72"  x  36"  square. 

Made  with  two  drawers. 


Quartered  Oak  and  Solid  Mahogany  top. 

Oak  or  Birch  frame. 

72"  x36"  square. 

Made  with  two  drawers. 


No.  201 
Quartered  Oak  top.     Oak  frame. 

54"  x  30"  square. 
Made  with  and  without  drawer. 


Plain  or  Quartered  Oak  tops.  Oak  frame. 
18"  x  80"  square. 
54"  x  80"  square. 
60"  x  80"  square. 
T2"  x30"  square. 
Made  witli  and  without  drawer. 


No.  220 

Quartered  Oak  top.     Oak  frame. 
48"  x  30"  square. 
60"  x  30"  square. 
72"  x  30"  square. 


No.   214 

Quartered  Oak  and  Solid  Mahogany. 

50"  x  34."  square. 

72"  x  34"  square. 

Made  with  two  drawers. 


m 


